PRECISION MATTHEWS LEVELING PADS 


These leveling mounts allow easy leveling when the 
mounting holes through the machine have no thread. 
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Upplied stud 


Shown with custome pplied M12x1.75 bolt 


Maximum load per mount: 1000 Ib (450 kg) 
Mount dimensions: 
Diameter: 4-3/4” 
Height: 1-1/4” (un-expanded) 
Maximum height expansion: 1/2” 
Screw: M12 x 1.75, 8 mm square head 


If you need a shorter length stud to fit in a pocket, cut 
the stud, or replace it with a standard M12x1.75 hex- 
head screw of required length) 


Before installing, oil the threads, then run the screw down to 
the pressure plate. To install a leveling mount, place the cup 
under the machine stand, with washer and locknut above 
the stand footplate. To expand the mount — raising the ma- 
chine — tighten the screw down on the pusher plate. When 
all mounts under the stand have been adjusted to final posi- 
tion, tighten the locknuts to secure. 
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Rubber base 


